Brief comment text:

I oppose this for a variety of reasons. As a ham (N4RGM), it would appear to potentially impact the ham frequencies. As a meshtastic user with significant resources invested in these frequencies,  it would appear to impact these frequencies. Further, as a consumer that uses devices (LoRa based refrigerator temperature monitor) tuned to these frequencies, it may impact this use and interfere with telling me the frig is out.

This is ill advised.
Rick McColl
